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SUB J : PROTECTIVE EQUIPMENT - GAS MASK REPLACEMENT CANNISTERS 

REF: SY MEMORANDUM DATED FEBRUARY 27, 1978 - 1978 
ANNUAL PROTECTIVE EQUIPMENT INVENTORY AND 
REQUIREMENTS FOR FY-79 

1 . PER REFERENCE, ON APRIL 4, 1978, WARSAW REQUESTED 30 
REPLACEMENT GAS MASK CANNISTER REFILLS. 

2. WE HAVE RECEIVED 30 REFILLS MANUFACTURED BY SMITH 
& WESSON CO. 

3. OUR GAS MASKS ARE: FEDERAL, MODEL 6077 (VD) AS 
INDICATED ON THE COMPUTER PRINTOUT. THE SMITH & 

WESSON CANNISTERS CANNOT BE USED. 

4. OUR EXISTING CANNISTERS WILL EXPIRE IN AUGUST 1978. 

WE WOULD APPRECIATE RECEIVING 30 REPLACEMENT CANNISTERS 
FEDERAL MODEL 201 1 (VD). 
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5. PLEASE ADVISE IF SMITH & WESSON CANNISTERS SHOULD 
BE RETURNED TO THE DEPARTMENT OR FORWARDED TO ANOTHER 
POST. 
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